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[Abstract:] Recommends that the position of Forman of the Rolling Room be abolished... 


Mint of the United States at Philadelphia, Pa., 
Coiner’s Department, 
May 17, 1883 


Hon. A. Loudon Snowden 
Superintendent. 


Sir; 


I have the honor to state that the organization of the Coining Department into various 
sub-divisions, each in charge of a separate foreman, was found to be cumbersome and unwieldy 
— so in the reorganization by which Mr. Wm. H. Webb became General Foreman, these 
subordinate foreman were disposed of, except Thomas H. Wilson, who was retained as foreman 
of the Rolling Room, with a hope that he could materially aid the General Foreman in pushing 
the work. In this I regret to find we were entirely mistaken. 


Mr. Wilson instead of furthering the work hinders it — instead of heartily co-operating 
with the General Foreman he seeks to weaken his influence by spreading discontent, and 
insubordination amongst the employees, and is of no use whatever in the position he holds. 


Beside there is no necessity for any such position — the efficiency of the General Foreman 
renders it an entirely useless place, with a useless expenditure of public money to maintain it, 
and it should be abolished. 


Under these circumstances I am constrained to ask that the name of Thomas H. Wilson be 
dropped from the Rolls on and after the 15th June next, with privilege of two weeks holiday from 
the 31st inst. 


Very Respectfully, 
Your Obt. Servt. 
O.C. Bosbyshell 
Coiner. 


